/lERO Design Ltd. 
V 
W 
WORK ORDER 


WORKORDER 
2011-30 


Date opened: 
01 June 2011 


Project: 
External Attachment Provisions 
Type: 
Bell 206L Sériés 


Batch Quantlty: 
88 x 49311-01 / 60621-01 Forward FIttIng 


Approval: 
SHOO-48 
Drawing List: 
DCL493 


Fabrication and Assemblv Drawinq(s) 
Description 
49311, Rev. 4 
Bell 206L Forward Fitting 
60621, Rev. 2 
Bell 407 Forward Fitting 


Complété material tracking information on attached pages. 


Work Order pre-completion Inspection: 


Project is on Approval Limitation Record: 
Document Control List revision level matches (or exceeds) STC: 
Drawings revision levels match Document Control List: 


Y 
Y 
Y 


Purchase order or Work order source is recorded for each part/ass'y: 
Tests and inspections specifically called out on drawings are complété: 
Release tags associated with ail fabricated parts are attached: 
Ail mounting hardware and supplies are included: 


List ail non-conformities raised: 


Y 
Y 
v/ 
Y 
Y 


l't JI/LY 
Inspecte^ Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
49311 Rev. 4; 60621-01 Rev. 2 
Assembly: 
49311-01 / 60621-01 Forward Fitting 


Qtv 
Part # Description 
Material 
P.O./W.O. 
Checked 
30 
30 
49311-01 Forward Fitting 
60621-01 Forward Fitting 
6061-T6 Aluminum, 3.0" Sqr. Bar 
11038 
6061-T6 Aluminum, 3.0" Sqr. Bar 
11038 


28 
*** Fon/vard Fitting 
6061-T6 Aluminum, 3.0" Sqr. Bar 
11038 


*** These fittings are not specified as 49311-01 or 60621-01 and will be completed as either as required. 


Anodizing done at Alberta Base Anodizing - PO 11075 


Processes 
Per 
Mat'Is Used 
inspection 
Siqnature 


Anodizing 
Final Inspection 
MIL-A-8625F, Type 
Drawing 49311 


Tag incomplète parts with Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^^ Avenue NE, Calgary, Aiberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


30 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the Items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~~T4ar--Q__^R 571.10 Maintenance Release 
^— 


□ Other regtjîàîîan-specified in blockJZ—^— 


Certifies that unlessotloewvtse'specified in biocinSr-tbewrk identified in 
block 1 land-desCriBéd in block 12, has been performedlrTcompJiance with 
itie-Sarïad/a/i Aviation Régulations. 
~~~~— 
13b.yfiigi^tur^'> 
ÏÏIkA 


13c. Approved Organization Number 


AMF 73-04 


^RttJr-Stgiaat^e 
^^—' ' ""^Rtcr-Appioved OrganizatiooJsJwmtJ&r' 


13(i.Mame 
Jeff'Clarke 


13e. Date (dd/mmm/yyyy) 
19 July2011 
"T^dr-Natne 
-—^ 


Installer Responsibilities 


This certificate does not constitute authority to install , 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 
| 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Aiberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


30 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a7—QCAR 571.10 Maintenance Release 
^^ 


□ Other regtjiSfiîm-spesyfied in blockjl2—^— 


Certifies that unlessotfiejwtsg'specified in bîoclTTir-tbejwrk identified in 
block 1 lantldescfiËed in block 12, has been performedlrTcompJiance with 
Jbe-eaTîad/ar? Aviation Régulations. 
^ 
_ 


13b., 
13c. Approved Organization Number 


AMF 73-04 


"~T4trr-S4gQature 
^ 
~~T4crTApp£oyed OrganizatiorttifufntJër' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
19 July2011 


~T4dT-NatTie 
^ 
~T'4eT-0ateWd/m mm/yyyy) 
_— 
^ 


Installer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 
9. Qty 


28 


10. Serlal/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


To be completed as 49311-01 or 60621-01 as required 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération, 


□ 
Non approved design data specified in block 12. 


^T4a7—CL_^R 571.10 Maintenance Release 
^— 


□ Other regùlàïîtJn-specified in blockj.2.-— 


Certifies that unless^ttjewvise'spécified in bio3n-2ï-tliewrk identified in 
block lland-descfiSéd in block 12, has been performedlrTcompliar^ iwith 
_tbe-6a?îad/an Aviation Régulations. 
— 
13b. Sidwatur^ / 


m 
. 


13c. Approved Organization Number 


AMF 73-04 


^T^tr-Signature 
^^ ' 
~T^tcr-App£o^d OrganizatioriJiUHTitJgr' 


13//^me 
JefT Clarke 


13e. Date (dd/mmm/yyyy) 
19 July2011 


~~t4dr-Naaie 
—- 


Installer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance viiith the national régulations of a country ottier ttian that specified in block 1 must ensure that their régulations recognize 
certifications from ttie country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured In 
conformity te: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ïh---D_^R 571.10 Maintenance Release 


□ Other regulitiOn-spepified in blockjl2—— 


Certifies that uniessotberwise'spécified iribiocR~12r4ttewrk identified in 
block llanfUlescriEéd in block 12, has been performedlfTcomplignce with 
Jbe-esTïad/an Aviation Régulations. 
' 
"— 
'm /. 


13c. Approved Organization Number 


AMF 73-04 


~T4tïr-Sigaati£e 
^— 
"~T4crApptsv^ OrganizahOD-NumtiSF" 


Is/.Nfcme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
25 Nov2011 


"~T4dT-Narc!e 
^ 
~T4Br-Dalê_{^/mmm/yyyy)____ 
—^ 


Installer Responsibilitles 


Ttlis certificate does not constitute auttiority to instali. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that thelr régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


X 
5 


ijf 
ci 
A) 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
^UTHORIZED RELEASE CERTlFimTE 
^ 
FORM ONE 
^ 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12, Remarks 


13a. Certifies that ttie items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified In block 12. 


^r4et^~n__CAR 571.10 Maintenance Release 
^ 


□ Other regùlaîîOn-specified in blockJZ— 


Certifies that unlessotherwise'spécified inbiocITl^T-theTOrk identified In 
block 1 land^iescTibéd in block 12, has been performedTfTcompJiai^ with 
Jbs-SarTad/an Aviation Régulations. 
13b. SlQ^t^fe^^^ ^ 
13c. Approved Organization Number 


AMF 73-04 


"~T4b--Sigjiature 
^ 
^ 
~T4crApp£gyed OrganizatioQjJufnbër' 


13d^^e 
Jen Œlarke 


13e. Date (dd/mmm/yyyy) 
22 Aug 2011 


l^Wr-Narne 
- 
~~T4BT-DaiêJdd/mmm/yyyy) 
__--- 
' 


Installer Responsibilities 


Tfiis certificate does not constitute authority to install. 


Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*'' Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies tfiat the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4ar~Q__CAR 571.10 Maintenance Release 
^ 


□ Other regulifian-spefified in blockjLZ'-^^'^ 


Certifies that unlessotberwtse'specified in bioctr+Sr-ttit^i'k identified in 
biock 1 l^nd-descfibéd in biock 12, has been performeTirTcompJianœ with 
Jb»-esfiadian Aviation Régulations. 
ISb. Sianat/re) 
Êfki 


13c. Approved Organization Number 


AMF 73-04 


~T'4tJ:-Stgna^e 
^ 
^PIcnAppto^ Organizatio0_Mumt3ër" 


12^//fâame 
JernClarke 


13e. Date (dd/mmm/yyyy) 
10 Aug 2011 


~T4idr-NaaTe 
^ 
~T^ter-DatêJdd/mmm/yyyy) ___--— 


installer Responsibiiities 


Ttiis certificate does not constitute auttiority to install . 
instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification in ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


>- 
H- 


ci 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items Identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar-~QCAR 571.10 Maintenance Release 
^^ 


□ Other reguiafiSn-specified in blockj.2.—— 


Certifies that unless^tberwfse-specified in bîoctnirittgwrk identified in 
block 11jndjdescfibéd in block 12, bas been perforrnedliîïompiiance with 
Jtis-Safîad/an Aviation Régulations. 
13b. Sia^atufe^ 
13c. Approved Organization Number 


AMF 73-04 


~T4tjr-Sigj:ia^e 
^^ 
~T4cr-Apwoj^ OrganizatioflJslumtJST' 


ISo.A^me 
Jeff Clarke 


13e Date (dd/mmm/yyyy) 
20 July 2011 
""Tîtdr-Narne 
^ 
' ~~T4BT-Oat8_(dd/mmm/yyyy)___^-.^ 
^ 


Installer Responsibilitles 


This certificate does not constitute authority to install. 


Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Gountry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Galgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity te: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12, 


"~T4ar-~CILCAR 571.10 Maintenance Release 
^ 


□ Other reguîiTiSrr-specified In blockjL2-— 


Certifies that uniessotberwisg'specified in biock~t2r4hgwork identified in 
block 1 lajicLdesCflBéd in block 12, has been performedlrTcoFnpliance with 
JiA-6Sf)a3ian Aviation Requiations. 


13c. Approved Organization Number 


AMF 73-04 


"~T4b:-Si9aati^e 
^^ '~T4crApp£o^ OrganizatioDJ^JumtJër' 


1^/nfeme 
Jerf^Clarke 


13e. Date (dd/mmm/yyyy) 
18 Oct2011 
"~T4rfr-t4ame 
^' ~T^ter-Date_(dd/mmm/yyyy) 
_,— 


Installer Responsibilitles 
Ttiis certificats does not constitute auttiority to install. 
Installers working in accordance with the national régulations of a country other than ttiat specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


CÛ 
/ 


\J 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 
^UTHORIZED RELEASE CERTIF|^TE 
^ 
FORM ONE 
^ 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 
Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4a7—Q,_CAR 571.10 Maintenance Reiease 


□ Other regùiiîiSn-specified in 


Certifies that uniess^tloBfwise'spécified irîbioclr-liTitie^rk identified in 
block 11mifUlesCfiSed in biock 12, has been performedlrTcomplignce with 
_SS»-esfm3îan Aviation Régulations. 
_ 


13b. SigaaturO 
/. 
ùlCZ-ii ■ 


13c. Approved Organization Number 


AMF 73-04 


"~T4tr-S49nature 
^ 
^ T4tr-Appi:o^ OrganizatiocuNumber' 


13j^|me 
JéfrClarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 


"~T4dT-NatDe 
" 
~T4er-0atêJ^/mmm/yyyy)___- 
' 


Installer Responsibilities 


This certificate does not constitute authority to instail. 


Installers working in accordance with ttie national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


£ 
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•o 


1, Approving Civil Aviation Authority/Country 


Transport Canada 
^UTHORIZED RELEASE CERTIFj^TE 
^ 
FORM ONE 
^ 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39^*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a^~CL^R 571.10 Maintenance Reiease 
^ 
□ Other regùliîîtrn-specified in block_12--''^ 


Certifies that unlessotberwisg'spécified inbîoclrl^rthe^rk identified in 
biock 1 larid-descnBécI in biock 12, bas been performedTfrcompliance with 
Jb^-Caflad/an Aviation Régulations. 
13b. Sigr^ure /O 
. 
M (±_L. 


13c. Approved Organization Number 


AMF 73-04 


"~T4tr-Si9Qa^ 
^RtcrApptoved OrganizatioflJsJtrmtJSr' 


13d/r^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
08 Dec 2011 


T^ïh-Naine 
'"~TTtBr-DaigMd/mmm/yyy^^___-— 


installer Responsibiiities 


This certificate does not constitute authority to instaii. 
Instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


"ti 
0 
1 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4, Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9, Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"^T^ar—d^CAR 571.10 Maintenance Release 
^—- 
□ Other reguliîîSrr-specihed in blodd2-^^^^ 


Certifies that uniessotberwtse-s^cified in bloctri^diework identified in 
block 11anjtdescfîBéd in biock 12, has been performedlrTcompliar^ with 
Jbe-earîad/an Aviation Régulations. 
13^Sipnatui^ 
M 


13c. Approved Organization Number 


AMF 73-04 


d^trr-Sigoature 
^ —" 
~T4c-Appio^d Organizatioo-NumbÇr" 


1^ wime 
Jen'Clarke 


13e. Date (dd/mmm/yyyy) 
24 Oct2011 
TTtdr-Najiie 
—- '"^r^Br-OaleJdd/mmm/yyyyl 
,^—— 


Installer Responsibllities 


This certificate does not constitute authority to install . 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Ccuntry 


Transport Canada 
0^UTHORIZED RELEASE CERTIF^TE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5, Work Order/Contract/Invoice 


2011-30 


6. Item 
7, Description 


Forward Fitting 


8, Part Number 


60621-01 


9, Qty, 


2 


10, Serial/Batcti No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12, 


'~T4a—~Q__CAR 571.10 Maintenance Reiease 
^ 


□ Ottier regiiîàîîOn-specffi^ in blockjL2 


Certifies ttiat unlessottietwtsS'lpecified in biocin-2i4taêwork identified in 
block 11and-descfîEed in block 12, lias been performedTrTcompiljance witti 
Jtrs-eartadîar) Aviation Régulations. 


ISb/iSiofiaKiie 
13c, Approved Organization Number 


AMF 73-04 


"""ÎAtr-Srgûa^re 
^ 
~~T4c-App{oyed OrganizatjgûJilufntsSr^ 


lijo/ftiame 
Jeff Clarke 


13e, Date (dd/mmm/yyyy) 
28 Nov 2011 
~T"4d-f>ia£ne 
— 
' 


Installer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance witti ttie national régulations of a country ottier than ttiat specified in block 1 must ensure that ttieir régulations recognize 
certifications from ttie country specified, 


Statements in blocks 13a or 14a do not constitute installation certification 
In ail cases, the tectinical record for ttie aircraft must contain an installation 
certification issued in accordance witti ttie applicabie national régulations before ttie aircraft may be flown. 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFl^TE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to; 
S 
Approved design data and are in condition for safe opération, 


n 
Non approved design data specified in block 12. 


571.10 Maintenance Release 
^ 
□ other regùlàïîOTT-specifie^n blockjLZ-—— 


Certifies that uniess otberwtsS'specified inbîoclC-1-2T4hewwk identified in 
block 11jnd-descfibédin block 12, has been performedTrTcofnplianc^th 
iba-6a7)ad/ar) Aviation Régulations. 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-S49nati^ 
^ 
~TTte-Appig^d OrganlzatjO0,N«mt3ër 


13/ wjme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
25 Nov 2011 


'~T4ctr-Nanîe 
^—■ " 
~T4Br-ûatêj^/mmm/yyyy)^__— 
^ 


Installer Responsibilities 


This certificate does net constitute authority to install. 
Installera working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 
WO 
2011-30 


6. item 
7, Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T'4a7-CLCAR 571.10 Maintenance Release 
^ ^ 


□ Other regùiaîiOrnspecified in 


Certifies that unlessotljerwtse^pécified inbioclr43r41:iejwork identified In 
biock 1 laDd-descfiBed in biock 12, bas been performedliTcompliance with 
JjM-esfïadian Aviation Requiations. 


13b. Sk^atufé^ 
13c. Approved Organization Number 


AMF 73-04 


"T^ttr-Signature 
— 
^ "~î4c-App£oyed Organlzat|gcLN«fTit>6r' 


IKd/ l^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
01 Nov2011 


"~T4d7-Natne 
—— 
~T4Br-Dalg_(dd/mmm/yyyy)__^_—— ^ 


instaiier Responsibiiities 


This certificate does not constitute authority to instali. 
instaiiers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure tfiat their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAAfork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^r4ar~-Q__CAR 571.10 Maintenance Release 
^^ 


□ Other reguiiîîtjn-specified in block_jL2, 


Certifies that unlessotheavtse'specified inbiocIri^T-ttiework identified in 
block ■ Mand-dest^iBéd in block 12, has been perforrriedTrîîompJiance with 
JbB-esfiadian Aviation Régulations. 
wriL. 


13c. Approved Organization Number 


AMF 73-04 


"~T4tïr-Sfgûa^e 
^ ^ ~T4crVkpp£oyed OrganizatioflJstumtjST' 


1 Jw/Name 
Jerf Clarke 


13e. Date (dd/mmm/yyyy) 
01 Sep 2011 
"~T4iir-Natne 
^ 
~T4BrBate_(dd/mmm/yyyy) _„^-- 
' 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T43r-DCAR 571.10 Maintenance Release 
^^ 


□ Other reguîiîRîrnspe£ified in blockjl2—-— 


Certifies that unlessottiefwtse"specified inbioctrf2T-tbe_i^k identified in 
block 11and-descrîBed in block 12, has been performeTmtwmpliance vvith 
jbe-OafTad/^ Aviation Régulations. 
^— 
WPy. / 


13c. Approved Organization Number 


AMF 73-04 


~T"4tyr-S4gûature 
^—' 
~T4crApp£0^d OrganizatiorLNumtjgT' 


1^/jfiame 
Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
11 Aug 2011 


~~î4bT-Narne 
^" 


Installer Responsibllitles 


Ttils certificate does not constitute authority to install 
Installers working in accordance witti tfie national régulations of a country other ttian ttiat specified in block 1 must ensure that ttieir régulations recognize 
certifications from ttie country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


2017-0048 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 


1. 


7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
confomity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4ar-OL_CAR 571.10 Maintenance Release 
^^ 


□ Other reguiafiSn-specified in blocl02— 


Certifies that unlassottjBfwise's^ified in biocR-lîMtit^^tk identified in 
block 1 land-desCfïBed in block 12, has been performedlrTcompliance with 
Jbe-eana5/ar) Aviation Régulations. 
r*^ 
13b.,Si0dature 
^. 
lïïr/' r 
■ '3-04 
ut /IX. 
n?. 


13c. Approved Organization Number 


AMF 73-04 


^T^brSignat^ 
^ 
~~T4cr-App[gyed OrganizatioQjilufnbër^ 


i:»/Mame 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
24 Jan 2017 
^T4r^-Narne 
^ '~~T4Br-DaitJ^/rTimm/yyyy)^,_.—-—" 


Installer Responslbilities 


This certificate does not constitute authority to install. 


Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


MklL€^ ffb^( C^Tl~n 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39'*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


30 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


E 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4a^^QCAR 571.10 Maintenance Release 
^ 


□ Other reguiafRïn-specified in blockJ2— 


Certifies that unless^ttieFwtsg'spécified in biocR-tSr^bewrark identified in 
block 11and-descfïbed in block 12, bas been performedTfrcow^iliance with 
Jbe-6a77ad/an Aviation Régulations. 


1 Sb./fiigpature/'t 
wr£jc. 


13c. Approved Organization Number 


AMF 73-04 


~T4tJr^igaat^e 
^ 
' 
~T4cr-Apptoyed Organizatiori31«mt3ër' 


13a. Uàme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
19 July 2011 


~T4dr-Nanîe 
^Rter-OalgJdd/mmm/yyyy) 
.,,-------'^ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
j Installers working in accordance with ttie national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39*^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


30 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4a>~DCAR 571.10 Maintenance Release 
^ 


□ Other reguiafiOrr-specifled in blockJ2^^^— 


Certifies that unlessodjerwisS^pecified in bioclTTSTJhêwork identified in 
block 11anstdesCfiBéd in block 12, bas been performedTfrcompliance with 
jjaB-esnadian Aviation Régulations. 
^ 
13b,,-SiflBâtufe 7 
iTU(. 


13c. Approved Organization Number 


AMF 73-04 


~T4t)T-S4gtiati^e 
^— 
^T4cr-/Vppj2TOd Organizatiofl^tumtJër^ 


ISld/feme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
19 July 2011 
~~T4dr-Natne 
^ 
^r4er-Date_(dd/mmm/yyyy)__ 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. item 
7. Description 


Forward Fitting 


8. Part Number 
9. Qty. 


28 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


To be completed as 49311-01 or 60621-01 as required 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a>~n CAR 571.10 Maintenance Release 
^^ 


□ Other regùiiîiOrr-speeified in blockjL2 -— 


Certifies that unlessodiefwtsg'specified in biocinSr-ttiê^rk identified in 
block llanfUtesCfibéd in block 12, has been perforrnedlrTcofBpJiar^ with 
_ih»-&arTadîan Aviation Régulations. 
— 
13b. Sidnatu^l 
m U^L. 


13c. Approved Organization Number 


AMF 73-04 


"^TTttJr-Signa^e 
^' 
~T4cr-App[oyed OrganizatioDJtomtsSF' 


13crj<^me 
Jefî Clarke 


13e. Date (dd/mmm/yyyy) 
19 July 2011 
~T4dr-Narne 
^ ^ ^Î4er-0ate_(dd/mmm/yyyy)__,^——- ^ 


installer Responsibilities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicabie national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAWork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are m condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4aT--D__CAR 571.10 Maintenance Reiease 
^ 
□ Other reguiiîîSTi-specifie^n 


Certifies that unlessottiepwisS'lpécified iribîoclr19r4tlê_vwk identified in 
block 11 arid-descfiSédin block 12, has been performedlrTcomplianc^ith 
jiM-QSnS3\an Aviation Régulations. 


13b. 
13c. Approved Organization Number 


AMF 73-04 


~T4trr-S4gûat^ 
^ 
14cr-App£oyed Organizatioa-MumtJgf 


Jeff ^rke 


13e. Date (dd/mmm/yyyy) 
19 July 2011 
"~T4dr-Nat3ie_^ 
^ 
' "~T4er-OatêJ^/mmm/yyyy)_^— 


Installer Responsibllltles 


This certificate does not constitute authority to instail . 
Instaiiers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


IS 
Approved design data and are In condition for safe opération. 
□ 
Non approved design data specified in biocK 12. 


"~T4ar-CLCAR 571.10 Maintenance Reiease 
^ 


□ Other regùliîiîîn-spacified in 


Certifies that uniessoîtiBAVtsrS'ïpécified inbio2)r-tST4hê,.wrk identified in 
biock llancUlescfiBed in biock 12, has been perfcrmedlrTcompIiance with 
ib»-eerîadîan Aviation Reaulations. 
— 
"myj 


13c. Approved Organization Number 


AMF 73-04 


"~T4tzr-SigQâture 
^ ~T4CTnApmoyed Organizatioj)_NumtJSr^ 


Jeff ularke 


13e. Date (dd/mmm/yyyy) 
22 Apr2013 


"~T4dT-NatDe 
'"T^BrOatêj^/mmm/yyyy)^^,,^ 


Installer Responsibilitles 
This certificate does not constitute authority to instaii. 
Instaiiers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"" Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7 Description 


Forv\/ard Fitting 


8 Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12 


~T4ar--CL_CAR 571.10 Maintenance Release 
^ 


□ Other reguîiîiîïrr-spacifie^n blockj.2-—^ 


Certifies that unlessottiBAvtse'spécified iribloclrlir^bej/wk identified in 
block 11anîUlesCfiBédin block 12, has been performedTrrcx>mpliancewith 
ibs-Oafiad/^ Aviation Régulations. 
-— 


13b. Signature 
M nH. . 


13c. Approved Organization Number 


AMF 73-04 
~~î4br-Si90^^ 
^Titcr-Appxoved OrganizatigriislumtJSf^ 


13l^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 May 2013 


~~T4dr-Nacne 
——' 
~~T4e:-ûale_(dd/mmm/yyyy)^,_^' 
' 


installer Responsibilities 


This certificate does not constitute authority to instail . 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contaln an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


4 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAWork 


New 


12. Remarks 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 


13 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar-C!LCAR 571.10 Maintenance Release 
^^ 


□ Other regùîiïïSrr-specified in blocM2^-'''^'^ 


Certifies that unlessottLeAwts6''spécified iribioctrl-2T4tie_vTOrk identified in 
block 1 lajid-descnBéd in block 12. has been performeTin~compliance vvith 
ibs-SaTiaS/an Aviation Requiations. 


13b. Signature 
13c. Approved Organization Number 


AMF 73-04 


~T4trr-Sigj]ature 
^—-—' 
~T4cr-Apft[0^d OrganizatioTLNufntJSf^ 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
14 June2014 
~T4tb-NaDie 
^ 
~~T4er-DateWd/mmm/yyyy)_^-.- 


Installer Responsibilities 


Ttils certificate does not constitute authority to install. 
Installers working In accordance witfi the national régulations of a country other tfian that specified in block 1 must ensure ttiat their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, thetechnical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


a 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2, AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No, 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 
| 
9. Qty, 


60621-01 
2 


10. Serial/Batch No, 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that ttie items identified above were manutactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"Tztïh—n _CAR 571,10 Maintenance Release 
^ 
□ Other reguîiîibrr-specifi^in biock_12^—''''' 


Certifies that unlessotlieAvtsS"spécified iribiocFrt2T-tbê_^rk identified in 
biock 1 lanstdestrrîbédin block 12, has been performedTîTcompiignce vvith 
lb,»-&affadian Aviation Reoulations. 
~~ 
— 
wnu ■ 


13c, Approved Organization Number 


AMF 73-04 


~~T4tr-&i9naU^ 
''"Tztcr-Apprgyed OrganizatiopJstumtJST' 


Jeff Clarke 


13e, Date (dd/mmm/yyyy) 
17 May 2013 
~~T4ch-Nanie 
^ 
^ 
~~T4B:-DaleJdd/mmm/yyyy)_____——■ ^ 


Installer Responsibiiities 
Ttiis certificate does not constitute autfiority to instaii. 
installera working In accordance witti ttie national régulations of a country other than ttiat specified in block 1 must ensure ttiat their régulations recognize 
certifications from the country specified, 
Statements In blocks 13a or 14a do not constitute Installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


L! 
I 
£ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10- Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity te: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"~T4cr:-nL_CAR 571.10 Maintenance Release 
^ 


□ Other regùIiîiOn-speQified in blockjl2-—— 


Certifies that unlessotfierwtse^pécified in bïoctn^T-lbej^rk identified in 
block llaniUlesCfiSedin block 12, has been performeTirTcofwpJiance with 
ibB-esnadian Aviation Requiations. 
~~—^ 


13b. Signature 
13c, Approved Organization Number 


AMF 73-04 


"Tzttr-Signa^e 
^ 
~T4cr-Appxoved OrganizatioriJslyfrrtiër' 


Tf! I 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 May 2013 


~T4ch-Naflie 
'"TztBr-QatêJdd/mmm/yyyy)^,.,--— 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than tfiat specified in block 1 must ensure that their régulations recognize 
certifications from the country specified 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued m accordance with the applicable national régulations before the aircraft may be fiown. 


Vai 
O 
-S 


VA 


is 
I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^r4a:-~QCAR 571.10 Maintenance Reiease 
^ 
□ Other regùiàîîOrrspecifie^n blocm2.— 


Certifies that uniessottiefwisë'specified inbioclrt3T4tiê_woik identified in 
block 1 landJlescribédin biock 12, has been performedlrTcomplianj^ith 


^'[A-QSnaSian Aviation Reaulations. 
~ 
-—- 
/ 
13c. Approved Organization Number 


AMF 73-04 


"T^tr-Sigûgture 
^ 
~T4iry\pp£oyed Organizatio0>lumt;6f^ 


I^Lme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
03 May 2013 


^î^tfrWatne 
'~T'4er^)ate_(^/mmm/yyyy)__.,,..^— 


Installer Responsibllities 


This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ali cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


1 


10. Serial/Batcti No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a?-0 ^CAR 571.10 Maintenance Release 
^^ 
□ Ottier reguiafiOn-specifi^ in blockJ2-- 


Certifies ttiat unlessottiefwis?spécified iribioclri^T4be_iTOrk identified in 
block 1 larutdescfiBed in block 12, tias been performedlrTcompliance witti 
Ibs-eafïad/an Aviation Régulations. 


13b. Signature^ 
13c. Approved Organization Number 


AMF 73-04 


""T^tir^igagture 
^ ~~î4trT^ppxoyed OrganizatiODJilumtiSr^ 


13y hwme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
19 March 2013 
~T4drf4aaie 
^ 
"~Tîter-Datg.{^/mmm/yyyy)^_—-—^ 


Installer Responsiblllties 


This certificate does not constitute authorlty to install. 
Installera working in accordance witti ttie national régulations of a country other ttian that specified in block 1 must ensure ttiat their régulations recognize 
certifications from ttie country specified. 
Statements in blocks 13a or 14a do not constitute Installation certification. In ail cases, ttre technical record for ttie aircraft must contain an Installation 
certification issued in accordance witti ttie applicable national régulations before ttie aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Oty. 


2 


10. Seriai/Batch No. 


N/A 


11. StatusAh/ork 


New 


12, Remarks 


13a. Certifies that ttie items identified above were manufactured In 
oonformity to: 
E 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biook 12. 


^CAR 571.10 Maintenance Reiease 
^— 
□ Other rè^IiiîIBTrapacifiedjnblockj^ 


Certifies that unlessoibfiAVisS^pécified inbï55lr«r4hs^''k identified in 
biook 1 laQtUlescnSidin biock 12, has been performeaÏÏrcomplitnc^ith 
ih»-etniS3lan Aviation Reaulations. 
"WGlL . 


13c. Approved Organization Number 


AMF 73-04 


■ ~î4tr-4Jgnâture 
^ 
'"TTfe-Apptgyed OrganlzatlgjiJiiumtJfr' 


13/^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
24 Jan 2013 
"~T4d7-Na£|Te^ 
~~T4BrOaia_(^/mmm/yyyy)___^-—' 


Installer Responslbllltles 


Ttiis certificate does not constitute auttiority to install. 
Instaiiers working in accordance witti ttie national régulations of a country ottier ttian ttiat specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


\s. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


[3 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~"T4a:-~Q_CAR 571.10 Maintenance Release 


□ Otherrejjiafiîîn-specifiedin 
' 


Certifies that uniessotiierwtse'sp^fied iribioclr+2r4he_\jwk identified in 
biock 1 land-describédin biock 12, has been performeairTcoFnpIianc^ith 
_tbe-Ca7)ad/an Aviation Régulations. 
—- 
"rri;/. 


13c. Approved Organization Number 


AMF 73-04 


""Pttjr-Sigoature 
^ 
"T^te-App£o\^d OrganizatiorLNumtJëT' 


Jeff'Ciarke 


13e. Date (dd/mmm/yyyy) 
18 Jan 2013 


~T4d7-NaDTe 
"~T4B7-OaiêJ^/mmm/yyyy)_,,,.------'^ 


Installer Responsibilitles 


This certificate does not constitute authority to install. 
Instaiiers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification, in ali cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


""T^ar-CL^R 571.10 Maintenance Release 


□ Other regùlàîiOrt-specified in blockJZ—— 


Certifies that uniessoWieJVrtsS'^pecified inbîocR~12T-ttie_\^rk identified in 
block 11 and-descfibédin block 12, has been performeTirTcofBplianc^ith 
ibs-Sarfad/^ Aviation Régulations. 
~~~~~~ 


13b. Sianarture 
—, 
13c. Approved Organization Number 


AMF 73-04 


^Rrtrr-SigoatiKe 
~T4crApp£oyed OrganizatioQjJumtjër^ 


mi l— 
13d^^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
05 July 2013 


~~T4dr-NaD]e 
^ ~T4er-Datt^/mmm/yyy^__.-- 
' 


installer Responsibilities 


This certificate does not constitute authority to instali. 
Installera working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance \with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^'^ Avenue NE, Calgary, Alberta, T2E 6R7 


6. Item 
7, Description 


Forward Fitting 


8. Part Number 


49311-01 


12. Remarks 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


3. Form Tracking No. 


5. Work Order/Contract/invoice 
WO 2011-30 


11. Status/Work 


New 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 
□ 
Non approved design data specified in biock 12. 


ŒL 


13b. Signatu 


13d. N 
Jeff Cfàrke 


W 
u 


13c. Approved Organization Number 


AMF 73-04 


CAR 571.10 Maintenance Reiease 


□ Other regulaïTîm-soficified in biock 1 


Certifies that uniess otûerwtse specified in biocinirJOSJ^ identified m 
biock 11 ari£tdescrï6éd in biock 12, tias been performed irTcomoliance with 
adian Aviation Régulations 
oved Organizatio 
ature 


e (dd/mmm/yyyy) 
13e. Date (dd/mmm/yyyy) 
19 July 2011 


Installer Responsibilitles 


This certificate does net constitute authority to instali. 
Instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


'Ai 


I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the Items identifled above were manufactured in 
conformity to: 
H 
Approved design data and are in condition for safe opération. 
□ 
Non approved design data specified in block 12. 


"~T4ctr—ClCAR 571.10 Maintenance Release 
^ 
□ Other regùlaîibn-specifie^n block_J2—^ 


Certifies that uniess ottjerwise'spécifiedTThiocIci^rltiej^k identifled in 
block 11 and-desCfiSéd in block 12, has been performedîrrcompliâ!î£^''^ 
tbe-Safîad/an Aviation Régulations. 
" 
~~~ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-Sigûature 
^ 
""T^torWppioyed OrganizatoruNumtiSr 


J^^arke 


13e. Date (dd/mmm/yyyy) 
19 July 2011 


"~T4dT-NaaTe_^ 
^ 
~T4®7-DatgJdd/mmm/yyyy)_,__-— 


installer Responsibllltles 


This certificate does not constitute authorlty to Install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 
Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 
10. Serial/Batch No. 


2 
N/A 


11. Status/Work 


New 


12. Remarks 


13a. Cartiflea that tha Itama idantiflad abova ware manufacturad In 
conformity to: 


Approved design data and are In condition for safe opération. 
□ 
Non approved design data specified in block 12. 


~TTt*r-~IIL_CAR 671.10 Maintenance Release 
^ 
□ Other regùîiîîOn-spacjfled In blockJZ—-— 


Certifies that uniessoJtiefwIsS'spécified lribîoclrt2r4tiê_^rk identified in 
block llafljUtescrîHéd In block 12, has been perfonrledlirBemplignce with 
JSM-^snSdian Aviation Reaulations. 
— 
"Wrki. 


13c. Approved Organization Number 


AMF 73-04 


"~T4tjr-Signah£o 
' ""Tîte-Appi^yed OrganizahonJJumbST' 


13dff^e 
Jeff clarke 
13e. Date (dd/mmm/yyyy) 
19 Dec 2012 
"T4dT-Nanje_^ 
~T'4»r-DaJs.^/m 
— ' 


Installer Responsibilitles 
This certificate does not constitute authority to install. 
Inst^lers working in accordance with the nationai régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft mustcontain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8 Part Number 


60621-01 


9. Qty. 


2 


10. Senal/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies that ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specifled in block 12. 


~~T4a--QCAR 571.10 Maintenance Release 
^— 


□ Other regùliîîbn-spepified in block_12— 


Certifies that unlessottoeRvfse's^ified in bîoctr+Sr^iiejOTrk identified in 
block 11 and-described in block 12, has been performeTirTcompliance vvith 
llao-esnadian Aviation Régulations. 
— 


1 
13c. Approved Organization Number 


AMF 73-04 


~T4tir-Stgna^e 
^ ^~T4c-Appi£0wd OrganizatiooJiumtîSr' 


13cl/wame 
Jen Clarke 


13e. Date (dd/mmm/yyyy) 
13 June 2012 


"T4drAiarne 
^ 
~~T4er-0ate_(dd/mmm/yyyy)___--— 


Installer Responsibilitles 


This certificate does not constitute auttiority to install. 
Installera working in accordance wltti ttie national régulations of a country ottier than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


■ > 
t 


1. Approving Civil Aviation Authority/Country 


1 
Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO 2011-30 


6, Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies ttiat the items identified above were manufactured in 
conformity to: 


S 
Approved design data and are in condition for safe opération, 


□ 
Non approved design data specified in biock 12. 


~T4a:--CIL_CAR 571.10 Maintenance Release 


□ Other reJjIàîlOTT-specified in blockjL2,-— 


Certifies that uniessottiÊrwtse'?pecified in bioctn^rJiie^rk identified in 
biock 1 lanfLdescfiËédin biock 12, has been performedlrTcompliar^with 
ib®-6a7ia5/an Aviation Régulations. 
^ 
13b^^^4turp.^ 
13c. Approved Organization Number 


AMF 73-04 


"~T4tr-Stgria^e 
^— ' 
~T4cr-Apptoyed Organizati0B31«fntî§r^ 


13(»^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
18 May 2012 


~~T4ch-NatT]e 
^ ^ ~T4er-OateWd/mmm/yyyy1 
,-^- 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installera virorking in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


4 


1, Approving Civil Aviation Authority/Gountry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO 2011-30 


6. item 
7. Description 


Forvt/ard Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12, Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar-QCAR 571.10 Maintenance Reiease 
^— 


□ Other regùiaïRyrr^pecified in blocj^Z-^" 


Certifies that uniessotbefwtse-spécified in bîoctn^r-tlie_^rk identified in 
block 11 and-descfibédin block 12, has been performeTïïrt»mpliance with 
jbe-SafTad/an Aviation Régulations. 


13tyiSig'nat/f9 
^ 
13c. Approved Organization Number 


AMF 73-04 


~T4tjr-Signature 
^—— 
~T2fcrApp£oyed Organlzatiofljiumber' 


i:®/^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
24 Apr2012 


"^Rtrh-Narne 
^ 
^Tzter-DaleWd/mmm/yyyy)^^,,^- 


Installer Responsibllitles 


This certificate does not constitute authority to install 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


I- 


Vo 


C3 
à 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty 


2 


10 Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies ttiat ttie items Identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération, 


□ 
Non approved design data specified in block 12. 


~~T4a^—□ ..^R 571.10 Maintenance Release 
^ 


□ Other regùîiïîîîTrspacified in blockj.2-----'''''^^ 


Certifies that unless^therwise'spécified Inbioclr+ST-ttiejMrk Identified in 
block llancUtescfibéd in block 12, has been performedlfTcompliance with 
ibe-esrfad/an Aviation Régulations. 
_ 


■ 


13c. Approved Organization Number 


AMF 73-04 


~T4tr-Si9riature 
—' 
' ~T4crApp£oyed GrganizatioiuNufnbSr' 


Jefr Qarke 


13e. Date (dd/mmm/yyyy) 
02 Mar2012 


~l4dT-NaiT!e 
"~T4BT-0ate_{^/mmm/yyyy)___._..--- 
^ 


Instailer Responsibilities 


This certificate does not constitute authority to install. 


Installers working in accordance with the nationai régulations of a country ottier than that specified in block 1 must ensure ttiat ttieir régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Gountry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 
Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies tfiatthe Items Identified above were manufactured In 
conformity to: 


[S 
Approved design data and are In condition for safe opération. 


□ 
Non approved design data speoifled In biook 12. 


^AR 571.10 Maintenance Release 


□ Other reguiStltm-spaclfledln 


Certifies that uniessotbô'wtafl'spécifled kTbioSlr+ST-tligwork Identified In 
biook 1 laflcLdescTlSid in block 12, has been performedlrTcempIlgnc^ith 
ltie-ea?fSd/an Aviation Régulations. 
~ —— 
13b. Slg/atu;e-\ 
13o. Approved Organization Number 


AMF 73-04 


"T^tr-Stgogture 
— 
"Tite-Appigyed Organlzatigo-MumtjST' 


JefflCIarke 


13e. Date (dd/mmm/yyyy) 
04 Apr2012 
"~T3WrAlaQie^ 
— 
i4Br-Dat6j^/mmm/yyyy)__—— 


Installer Responsibllltles 
This certificate does not constitute authority to instaii. 
Instaiiers working in aooordance with the national régulations of a country ottier than that speoifled In block 1 must ensure ttiat tfieir régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Oty. 


2 


10. Serial/Batch No. 


N/A 


11. StatusAfVork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


~T4aT—n CAR 571.10 Maintenance Release 
^' 


□ Other reguiiîiOn-specified in blockj.2.-.—'''''' 


Certifies that uniessotheAvise^pécified in bioclr+ïrihe^rk identified in 
biock 1 J^id-descrîEéd in biock 12, has been perfornTedlîTctjmpliance with 
Ibe-CaTtad/an Aviation Reguiations. 
vrLi 


13c. Approved Organization Number 


AMF 73-04 


~T^ttr-S4gogture 
~T4tr-Appxo^d OrganizatioflJstumtJër^ 


1 srfTM^me 
Jen Clarke 


13e. Date (dd/mmm/yyyy) 
22 Feb 2012 
~~î4dT-Natne 
^' ~T4er-Dalê_(dd/mmm/yyyy)____— 
' 


Installer Responsibllltles 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a countty other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 
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1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4. Organlzation Name and Address 
AERO Design Ltd. -2013 39*'' Avenue NE. Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/invoice 


WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. StatusAiVork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"~T4a^-4IL^CAR 571.10 Maintenance Reiease 
^—' 
□ Other regùiiîîtJn-spacjfied in biockJZ- 


Certifies that uniessotiififwtse'spécified inbioclr+SritiêjTOrk identified in 
biock 1 land-descTîGed in biock 12, has been performeTiîTctsmpliance with 
Jixê-ôsfiadian Aviation Régulations. 
' 
13by,Sigi^tut^ 
13c. Approved Organlzation Number 


AMF 73-04 


iTttr-Signature 
~T^terApp£o^ OrganizatioaJ^tumtseT' 


13(7 J^^me 
Jef/^larke 


13e. Date (dd/mmm/yyyy) 
27 Feb 2012 
~T4dr-NatQe 
—- ' ~T4er-DateWd/mmm/yyyy1 
_.^— 


installer Responsibilities 
Ttiis certificate does not constitute authority to instaii. 
instaiiers working in accordance witfi ttie national régulations of a country other ttian that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute installation certification, in ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


- 
1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that ttie items identified above were manufactured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4aT—CL.^R 571.10 Maintenance Release 
^^ 
^ 


□ Other regùiàfi&n-spefiified in blockj.2- 
' 


Certifies that unlessotbsrvvtse'lpécified iribioclri^r-tljework identified in 
block llaruidescfiEedin block 12, bas been performedlfTcompliance vvith 
Jtie-eaTïaS/arr Aviation Régulations. 
131V\SiMatufe~) 
mCcl. 


13c. Approved Organization Number 


AMF 73-04 


"l4bT-Stgnati£e 
^ 
~T4crApptoyed Organizatio0jil«mtrsr' 


13;f#^me 
Jerf Clarke 


13e. Date (dd/mmm/yyyy) 
01 Feb2012 


'~T4dr44aiiie 
.— 
^ 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 


. certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


\A/02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"T^tar-dCAR 571.10 Maintenance Reiease 


□ Other regùiiÎKJn-specified in block_12—— 


Certifies that uniessotiierwisg^p^ified inbioclrl^T-tbejOTrk identified in 
block lland-descriBéd in biock 12, has been performeTirTcompJiance with 
iixè-esfïadîan Aviation Reaulations. 
~~~ 
'W&L 


13c. Approved Organization Number 


AMF 73-04 


~~T4tj--S4gaature 
^ 
^ '~T4cr-Appicyed Organizati0D31«mtjSf' 


13c/ pme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
01 Feb 2012 
""T4th-Naaie 
^" 
~lTter-Oate_(dd/mmm/yyyy) ___-——^ 


Installer Responsibllitles 


This certificate does not constitute authority to instaii. 


Instailers working in accordance with the nationai reguiations of a country other than that specified in block 1 must ensure that their reguiations recognize 
certifications from the country specified. 


Statements in biocks 13a or 14a do not constitute instaliation certification, in ali cases, the technicai record for the aircraft must contain an instailation 
certification issued in accordance with the applicable nationai reguiations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


3. Form Tracking No. 


5. Work Crder/Contract/invoice 


W02011-30 


6. Item 
7, Description 


Forward Fitting 


8. Part Number 


49311-01 


10. Serial/Batch No 


N/A 


11. Status/Work 


New 


12 Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


□ 


<? 


Approved design data and are in condition for safe opération. 


Non approved design data specified in block 12. 


13b.Si«aature 


13fl-Wâme 
Jeff Clarke 


13c. Approved Organization Number 


AMF 73-04 


13e. Date (dd/mmm/yyyy) 
16 Aug 2012 


CAR 571.10 Maintenance Release 


□ Other regulafîOn-soecified in block 1 


Certifies that unlessotbewis6^pecified in bloclri^r-tttework identified In 
block 11jjTiLdescnBéd in block 12, has been performedlfTcomoliance vvith 
nadian Aviation Régulations 


oved Organizatio 
ature 


e (dd/mmm/yyyy) 


Installer Responsibllltles 
This certificate does not constitute authority to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


V 


1, Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4, Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


W02011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9, Oty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 


(3 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4a-~~dCAR 571.10 Maintenance Release 
— 
' 


□ OtherreguîàîiSrt-specifiedin 


Certifies that unIessottiÊfwtsS'specified iribîoc)ri-2T-ttie_wwk identified in 
block 11anfUtescribedin block 12, has been performeTïïtromplianœ with 
\i»-&âna3tan Aviation Requiations. 
' 
. 
'WtlL 


13c, Approved Organization Number 


AMF 73-04 


""Tztc-Apptoyed OrganizatioûJsJumbëT' 


I^AWame 
Jen Clarke 


13e. Date (dd/mmm/yyyy) 
30 Aug 2012 


"~T4dr-Naime 
— 
~~T4e?-0ateJdd/mmm/yyyy)__,,^------^ ' 


Installer Responsibilities 


This certificate does not constitute authority to install . 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation oertification. In ail cases, the technical record for the aircraft must oontain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


^4^ 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^Rta^-CLCAR 571.10 Maintenance Release 
^ 


□ Other rejliafîîm-spe£ified in block_jL2—' ' 


Certifies that uniessothewvise'specified inbloclrf2T-thâJ^I< identified in 
biock 1 lancLdesCfiHédi in block 12, has been performedlïîTrefspJianc^ith 
Jbe-SaTîadSn Aviation Régulations. 
~ 
-— 
13b/6igA4tufeN 
&rki- 


13c. Approved Organization Number 


AMF 73-04 


"~T4t3r-Sigûa^ 
^^ ~~î4crApptoyed OrganizatigjiiiUimtjgr' 


Mfi/lfame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
15 Nov 2012 


""Rtth-Natce 
~~T4Br-DaltJdd/mmm/yyyy)____..-----''^ 


installer Responsibilities 


This certificate does not constitute authority to instaii. 
Instaiiers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
^certifications from the country specified. 
~Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in aocordance viiith the applicable national régulations before the aircraft may be flown. 


i 


3 


/:o 


1. Approving Civil Aviation Authority/Ccuntry 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contractyinvoice 
WO 2011-30 


6. Item 
7. Description 


For\A/ard Fitting 


8. Part Number 


49311-01 


9. Qty. 


2 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured In 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4a;-~CLCAR 671.10 Maintenance Release 
^—.—■ 
□ Other re^jiiîîBTT-spacified^ b|ock_12-- 


Certifies that unlessotberwisS'specifled inbiocR~19T-ttièvwk identified In 
block ll^oiWescfiBédin block 12, has been performedlrTcomplianc^ith 
jiM-ésf^Sdian Aviation Raauiations. 
' 


13c. Approved Organization Number 


AMF 73-04 


"T^ttïr-ôlgxiati^ 
.—-—^ 
~T4tr-App£g^ OrganlzatiooAlumber^ 


^^Name 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
11 Dec 2012 
"~T4dr-NaniS_^ 
— 
' 
' 


Installer Responsibllltles 


This certificate does not constitute authority to install. 
Installers working In accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


4 


J 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3. Form Tracking No. 


4, Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2011-30 


6. Item 
7. Description 


Forward Fitting 


8 Part Number 


49311-01 


9. Qty. 


2 


10. Seriai/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a, Certifies ttiat ttie items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12 


~TT1a:—CILCAR 571.10 Maintenance Release 
^^ 
□ Other regîjlilîîïrt-spepifi^ in blockjL2-—' 


Certifies that uniessotjaefwtsë'specified iribïoclri^TJtie^rk identified in 
block 11ancLdescfiSédin biock 12, bas been performeTlrTcompliance vvith 
tbe-€a7iad/an Aviation Régulations. 


13b./Sianiature^ . 
13c. Approved Organization Number 


AMF 73-04 


~T4tr-S49oa^e 
—" 
' ~T4crAppiioved OrganizatiOQjiUHTitîëF' 


Jefr Clarke 


13e. Date (dd/mmm/yyyy) 
16 Aug 2012 
""Î^dr-Naine 
^ 
' ~~T4e>Clale_{dd/mmm/yyy^_^,_^- 


Installer Responslblllties 


This certificate does not constitute authority to instaii 
Instaliers working in accordance with the national régulations of a country other than that specified in biock 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be fiown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Number 


60621-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies that ttie items identified above were manufàctured in 
conformity to: 


H 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar-4n _CAR 571.10 Maintenance Release 
^' 
□ Other regùîitiîjn-specified in blockjl2 
' 


Certifies that unlessopiewise'specified in bîocR-lÎT-ttigwork identified in 
blocklJ^and-descnBéd in block 12, hasbeen perfonrîedTfrcofBplianœwith 
JlM-Oanadian Aviation Régulations. 
13b. Sigpature 
13c. Approved Organization Number 


AMF 73-04 


^I4b:-Signature 
^—-—' ~T4tr-Apptgved GrganizatiojLNufntiër" 


13d/l)(ame 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
13 Nov 2013 
~T4cb-Naiîîe 
^ 
~T4er-0alg_(dd/mmrn/yyyy1 
_,_.-.---' 


installer Responsibilities 
Tfiis certificate does not constitute authority to install. 
Installers working in accordance witti ttie national régulations of a country ottier than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


r 


Aero Design Ltd. 
\y 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax; 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 


Nomenclature:. 
Manufacturuer: Atr/2^ DcSf^<v) 


Part No.: Ù^L2[-0[ 
Sériai / Batch No.: 


WorkOrder No.: olo|(-3o 


Remaining Tasks to be Performed: CJLCf^ AUb RE-PMtJ-r 
Sj * 


Signature:. 
Date: -ij Jv\J/ 
Lie. No. / ACA_ 


co 
LO 
TTSN: 
Al/A 
TSO: 
w/ac 
Rem.: 
Aj/k 
(U 
U 
O 


Aero Design Ltd. 


9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


^ 
Phone: 604-483-2376 Fax: 604-483-2372 E-mail; info@aerodesign.ca 
AMF 73-04 


Remarks 


\A 
(/) 
0) 
O 


Ou 
A 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Fomn Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 
2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 
WO 
2011-30 


6. Item 
7. Description 


Forward Fitting 


8. Part Numt>er 


60621-01 


9. Qty. 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"T4a>-CLCAR 571.10 Maintenance Release 
^ 
□ Other reguÊfRïn-specified in blockJ2— 


Certifies that unless^ttjerwise'spécified irTbioartarJlig^wrk identified in 
block llanîtdescfiBéd in block 12. has tieen performedTrTcofnplianœ with 
jbA-esfiadian Aviation Régulations. 
13b. Signa^re 
m Ûti. ■ 


13c. Approved Organization Number 


AMF 73-04 


~T4t)rSignati^ 
—"~T4crAppiov^ Organiz^ioQ.Nufnt^r' 


J^Clarke-AD02 


13e. Date (dd/mmm/yyyy) 
17Oct2013 
""T^drNaoje 
~T4B?-Datg_(^/mmm/yyy^__,__— 


Installer Responsibilities 


This certificate does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute instaliation certification. In ail cases, the technical record for the aircrafl must contain an installation 
certification issued in accordance with the applicable national régulations before the aircrafl may be flown. 


